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STATINTL ae 
P. 0. Box 71 


Worcester 2, Mass, 
5 January 1960 


STATIN, 
Subject: Contract CH-CT-700 
: Approved Production List No. DCCm60~12—8a1) 
Dear Joes 
Enclosed are six copies of Approved Production List number DCC=60012—8—1)5 


Cordially, 


# 


STATINTL 


JAR/mp 
Enclosure 
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